THOMAS VINEYARDS 

California’s Oldest Winery 

Established 1839 
Cucamonga, California 

Replica of the original water wheel which 
furnished power to operate this old winery. Made 
entirely of redwood from vats used to age wine 
over 100 years ago. The steel plate on this 
side came from the original wheel. Less than 
one gallon per minute turns it. 
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